Message 


From: Hanchett, James (DPH) [James.Hanchett@state.ma.us] 

Sent: 12/22/2010 3:56:50 PM 

To: 'marym@oitumass.edu' [marym@oitumass.edu] 

Subject: Phone Moves 


Hi Mary, 

I was instructed by Stephen Lobik to notify you of phone moves in the near future (No date has been set). 
Stephen Lobik 

Capital Project Manager 
Facilities & Campus Planning Division 
University of Massachusetts 
(T) 413-545-6516 

(F) 413-545-3684 
slobik@facil.umass,edu 


Here is the proposed move: 


Some boxes were removed during construction so I don't know what the jack # was. 


I am the TUG rep for Massachusetts Department of Public Health located in Morrill I. 


Jim Hanchett 
Amherst Drug Lab 
Room N251 Morrill I 
637 North Pleasant Street 
Amherst, Ma 01003 
Phone 413-545-2607 
Fax 413-545-2608 
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